TREMONT  THEATRE 
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DAVID  E.  DOW,  Business  Manager 


THE  SAFEST  THEATRE  IN  BOSTON 

Equipped  with  the  celebrated  Regan  Water  Curtains,  which  are  positive  in 
their  action;  also,  an  asbestos  curtain. 


Mr.  Leo  Ditrichstein 

IN 

‘‘The  Marquis  de  Priola^^ 

A play  in  three  acts  by  Henri  Lavedan 

Staged  by  Gustav  Seyffertitz 


TREMONT  THEATRE  PROGRAM 


CHARACTERS 

Marquis  de  Priola,  attached  to  the  Italian  Embassy  in  Paris 

Mr.  Ditrichstein 

Pierre  Morain Brandon  Tynan 

Brabaconne Orlando  Daly 

Doctor  Savieres Earle  Mitchell 

Francesco Clyde  Veaux 

First  Gentleman Gastoni  Pillori 

Second  Gentleman Gustav  Bowhan 

Madame  de  Valleroi Ann  MacDonald 

Madame  le  Chesnc Lily  Cahill 

Madame  Savieres Josephine  Hamner 

Femme  de  Chambre Margaret  Sutherland 


TREMONT  THEATRE  PROGRAM 


SCENIC  SYNOPSIS 


ACT  I — Small  Salon  at  the  Italian  Embassy  in  Paris.  Night. 

ACT  II — Salon  at  the  house  of  the  Marquis  de  Priola.  Next  after- 
noon. 


ACT  III — Reception  room  at  Doctor  Savieres’  house.  Two  hours 
later. 


The  time  is  at  the  present. 


EXIT  PLANS 
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